». QRIEF SUMMARY OF SIGHTING 


~nan reported UFO to Navy at Glenview. 
~ylindrical, illuminated, uncontrolled, red 
lasnais3, extremely ioud, no smoke or exaust. 


\000 @ altitude, travelling NE. 
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. DATS 


1 Aug 60 


. CATE-Time GROUP 


Local 
1/ Ai ” 
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O Yes 
0 Ne 


_ENGTM OF OBSERVATION 


not given 


PROJECT 16073 RECORD CARD 


2 LOCATION 


-* a 
GL eny ie, 


|& TYPE OF OBSERVATION 


0 Ground Vi sual 
O Aire Visvol — 
Civilian 
3, NUMBER OF OBJECTS 


Tllinois 


O Ground-Rodar 
O Airintereep: Radar 
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1). COMMENTS 
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CONCLUSIONS 


Wes Balloon 
Probably Salloon 
Possibly Aniloon 


Was Aiverott 
Probably Airerai? 
Possibly Aireroit 


Wos Astronomical 
Probably Astronomical 
Possibly Aatronemicoi 
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Insurficient information for evaluation. 


TO: 


AEROSPACE TECHNICAL INTELLIGENCE CENTER 
UNITED STATES Ala FORCE 
W2IGHT-PATTERSON AIR FORCE BASE 
OHIO 


<tract from Duty Officers* Report 


mos 


\PCIN-4E2 (Major Friend) 


3; quoted for your information. 


“se following, extracted from Capt Deranian’s Report dated 31 Auguste 1960, 
Li 


2400: Patterson Flizht Service called to say that a woman had 
reported a UFO to Navy, - Glenview. (Cylindrical, illuminaced, 
uncontrolled, red flashing, extremely loud, no smoke or exnaust, 
1000" alt, traveling N.E. Time - 04302). No accion taken. 
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